-Panel s 2-Gunman Findings 
Death Galled Wrong 
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cf^sel to the Warren Commission 
said .yesterday the House Assassinations Commit 
tee is plain wrong” in concluding two gunmen 
took part in the 1963 murder of President Ken- 
. nedy. • ».■ ■ : •• ■ 

Eiavid W. Belin said the House panel’s heavy 
use of acoustical testimony to back up the two- 
gunman theory is a little like relying on “a blind 
man to describe a scene. 

Any scientist . can often mesmirize a lay per- 
son, a lawyer, and Fll say even a congressman and 

/\i^ a ^r,v e said ln remarks on “Meet the Press” 
, WRC). 

He^soused the House panel of erroneously “jug® 
ling frame numbers” in matching acoustical evi* 

. .SeS*: ttie Zapmder film of the, assassination. ... 



